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of the  cavity, divides  the  latter from the anterior to
the posterior orifice into a right and a left portion.

(3)  An almost horizontal cross-piece, which, however,
ascends  forwards, again  divides  each   half   into   two
spaces distinguished by their difference in width, but
immediately connected with each other.

(4)  The lower, wider space is the air-passage, strictly
speaking;   it   is   bounded   laterally   by  the   superior
maxillary   bone,   and  the   pterygoid   processes  of the
sphenoid with the accompanying palate bones ; the floor
is formed   by the  hard palate, with which posteriorly
the soft palate is directly continuous ; posteriorly  the
roof is  formed  by the  under surface of the  body   of
the sphenoid, and anteriorly by the under surface of the
lateral mass of the ethmoid.

(5)  The upper, narrow space is the organ of smell.
It has the  appearance of a small crevice-like upward
extension of the air-passage, which is bounded laterally
by   the   inner  plate (middle  turbinated   bone) of  the
lateral mass of the ethmoid. It ascends to the cribriform
plate, and is bounded posteriorly by the anterior surface
of the body of  the   sphenoid, anteriorly by the nasal
bone; its lower boundary is given by the plane (sec. 3),
which, from the under surface of the sphenoid, extends
as far as the nasal bone; below it is slightly enlarged
by the middle turbinated bone, without, however, being
in any way detrimental to the air-passage.    (This point
will be treated more fully presently, and is only alluded
to here, that the division between the two spaces should
not seem too pronounced.)

(6)  The external  nose, where the nasal bone does
not form its foundation, is principally to be regarded as
the most anterior portion of the air-passage ; it consists
partly   of   plates   of   cartilage, which are  direct con-